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E.O. 11652: N/A 
TAGS: MASS, TU 

SUB J : MUNITIONS CONTROL APPLICATION: AIRCRAFT 

1. IN JUNE 1973 MCDONNEL DOUGLAS CORP. (DOUGLAS AIRCRAFT CO) 
RECEIVED A REQUEST FROM TURKISH AIR FORCE TO SUBMIT A 
PROPOSAL FOR FOUR DC-9 (C-9B) AIRCRAFT TO HANDLE THREE 
INTEGRATED MISSIONS. THESE INCLUDE: (A) ELECTRONICS 
WARFARE, (B) AIRPORT INSPECTION, AND (C) VIP TRANPORT. 

2. IN RESPONSE, DOUGLAS SUBMITTED A BROAD GENERAL PROPOSAL 
BASED ON COMMERCIAL DC-9 AND CHANGES REQUIRED CONVERT IT 
TO MILITARY AIRCRAFT CAPABLE PERFORMING DESIRED MISSIONS. 
DOUGLAS NOW BELIEVES THAT A MODIFIED VERSION OF THE NEW 
U.S. NAVY C-9B MAY SATISFY TAF REQUIREMENT. 

3. MCDONNEL DOUGLAS HAS THEREFORE APPLIED TO MUNITIONS 
CONTROL FOR AUTHORIZATION TO PRESENT TO TAF INFORMATION 
CONCERNING THE C-9B AND THE FOLLOWING ITEMS OF EQUIPMENT 
WHICH IT CONSIDERS ESSENTIAL TO TAF MISSIONS: 
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NOMENCLATURE PEC PN SUPPLIER USER 

ECM RECEIVER AN/ALR-27A LORAL ELECTRONICS USUN 
GROUP DATA EXPORT 

LIC(3-8-73) 

MCC/C-1299 

NOMENCLATURE PEC PN SUPPLIER USER 

DIRECTION AN/ALA-6 HALLICRAFTERS USAF 
FINDING AND HOFFMAN 

EQUIPMENT 

" EC-36 WATKINS IOHNSON - 

JAMMING AN/ALT-27 LITTON AMECOM USN 
EQUIPMENT 

" AN/ALT-6B GENERAL ELECTRIC USAF 

INTERPHONE AIC- 18/25 ANDREA USAF 
SYSTEM 

TACAN AN/ARN-1 13 HOFFMAN USAF 
IFF 

TRANSPONDER AN/APX-72 HONEYWELL USN 

PULSE MODEL TR-70 AMERICAN USUN 
ANALYZER (1P-1159A) ELECTRONICS EXPIRED EXPORT 
LIC C-344 

SCOPE CAMERA MODEL KD-2 CHICAGO AERIAL USN 

INSTRUMENTATION 
RECORDER AR-1700 AMPEX 

4. APPLICATION HAS ALSO BEEN SENT BY MUNITIONS CONTROL 
TO DOD FOR COMMENT. NEA, WHILE MINDFUL CONTINUING 
PROBLEMS IN EW FIELD, INCLINED APPROVE APPLICATION, 
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PARTICULARLY SINCE IT RESPONSIVE TO A TURKISH REQUEST. 

(BUREAU HAS NOT CONSIDERED APPROPRIATENESS OF EQUIPMENT 
INVOLVED FROM TECHNICAL ASPECT). BEFORE APPROVING, 

HOWEVER, WOULD APPRECIATE ANY COMMENTS EMBASSY MIGHT HAVE. 
KISSINGER 
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